AR68.20-P-2210GH Remove/install rear center console switch module 25.5.01 


MODEL 163.113 /154 /174 #A as of 289565, 


163.113 #X as of 754620, 
163.128 /157 /175 


1 Rear center console. 
2 Retaining clamps 
3 Bolts 


N72/2 RCP [HBF] control module 


P68.20-2495-11 


E BX Remove/install 
1 Remove rear center console (1) AR68.20-P-2020GI 
2 Remove retaining clamps RCP control Li] Press retaining clamps (2) toward inside. 
module (N72/2) from rear center console (1) 
3 Unscrew bolts (3) on RCP control module 
(N72/2) from cover 
4 Install in the reverse order 
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